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SUBJECT: Deleg 

REFPRENCE: Memo dtd 9 Dec 77 to A-DDA fm D/TR, 


subject: Federal Government Energy Con- 
servation (OTR 77-7852; OL 7 5882) 


1. (C) In response to reference {a}, you are hereby 

authorized to act as contracting efficer in the execution 
d administration of a contract for the insulation of 

in eccordance 


2. (U0) Hxpenditure under this contract is not to 
exceed $49,000, subject to the availability of funds. 


. {(C) Real Estate and Construction Division, Office 
of Logistics (RECE/OL}, has given its technical approval 

of this energy conservation program. Further technical 
guidance relative to specifications, the design package, 
and contract administration is available from C/RECD/OL. 


. (8) Contract administration shall be in accordance 
with the Armod Services Procurement Regulation. : 


5. (U) This delegation of authority expires at the 
coapletion of the work or not later than 30 June 1978. 


‘fal James H. McDonald 
James H. McDonald 
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